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Message Text 

UNCLASSIFIED 

PAGE 01 GUATEM 00565 271726Z 
ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-08 /019W 

280502Z 070508/20 

R 271436Z JAN 77 
FM AMEMBASSY GUATEMALA 
TO SECSTATE WASHDC 4625 

UNCLAS GUATEMALA 0565 

E.O. 11652: N/A 
TAGS: BENCGT 

SUB J : MAJOR PROJECT: PUERTO BARRIOS HOSPITAL 
REF: STATE 16217 

1 . EMBASSY CALLED MINISTRY OF HEALTH JANUARY 26 REGARDING 
SUBJECT PROJECT AND WAS TOLD BY EXECUTIVE SECRETARY THAT 
CONTRACT HAD BEEN AWARDED. HOWEVER, HE SAID HE WAS UNABLE 
TO TELL US TO WHOM AND THAT MINISTER OF HEALTH WOULD BE 
MAKING ANNOUNCEMENT AT UNKNOWN FUTURE DATE. 

2. MEANWHILE DR. ERDMENGER TOLD US SAME DAY THAT MINISTRY 
IS STILL TRYING TO DECIDE WHICH OF TWO US FIRMS (NAMES NOT 
GIVEN) WILL GET AWARD. 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 27-Jan-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977GUATEM00565 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770030-0930 
Format: TEL 
From: GUATEMALA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 977/newtext/tl 97701 13/aaaaalma. tel 

Line Count: 38 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: f7c938d0-c288-dd11-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 16217 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: PUERTO BARRIOS HOSPITAL 
TAGS: BENC, GT 
To: STATE 
Type: TE 
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